MRS. J. ARTHUR WHITE. Sworn for the State. I was standing talking with my husband, J. Arthur 
White, at the top of the stairway on the second floor of the National Pencil Factory on Saturday, April 
26, 1913, the day Mary Phagan was killed, between 11:30 and 12 o’clock. I know it was that time 
because I came out before 12. While standing there. May Barrett came down the steps from the floor 
above and met Maud Bailey on the second floor and they went on down the steps toward the front door. 
I immediately followed down. I saw them leave the office floor and I did not see them on the staircase 
or in the building as I went down. 



